Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 
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SY:V H DIKEOS 
DESIRED DISTRIBUTION 
A/SY/OPS/FO 
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TO AMEMBASSY LIMA IMMEDIATE 
INFO AMEMBASSY PANAMA 

CONFIDENTIAL STATE 172056 

PANAMA FOR RTC 

E.O. 11652:GDS 

TAGS: ASEC 

SUBJECT: BELT SYSTEM 

REF: LIMA 5947 

1 . AS ACR WILL BE AVAILABLE FOR SENSITIVE CONVERSATIONS, 

BELIEVE BELT SYSTEM WOULD BE LARGELY SUPERFLUOUS. FURTHER, 
NORMALLY LIMITED BELT SYSTEM EFFECTIVENESS IS EVEN LESS FOR 
LARGE ROOMS DUE TO REDUCED DENSITY OF MAGNETIC FLUX. 

2. THEREFORE, BELT SYSTEM SHOULD NOT BE INSTALLED. VANCE 
CONFIDENTIAL 
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